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10.9918201 3612235 36131XX 3357XXX 1623XXX VOLTA RIVER 
AUTHORITY (VRA) HAS ANNOUNCED PRESELECTION OF FIRMS WISHING TO 
TENDER FOR SUPPLY OF EQUIPMENT AND SERVICE CONTRACTS EOR 
CONSTRUCTION OF POWER DISTRIBUTION FACILITIES FOR GHANA'S SECOND 
HYDROELECTRIC PROJECT. BIDS EXPECTED TO BE RELEASED AT VARYING 
INTERVALS; TENDER DOCUMENTS FOR FIRST CONTRACT ARE SCHEDULED TO 
BECOME AVAILABLE ON OCTOBER ONE WITH BID DEADLINE SET FOR JANUARY, 
FIRST, 1978. ONLY PREQUALIFIED FIRMS WILL BE PERMITTED TO TENDER. 

IN VIEW OF SHORT NOTICE, PROSPECTIVE BIDDERS ARE URGED TO OBTAIN 
PRESELECTION DOCUMENTS PROMPTLY. THEY ARE AVAILABLE FREE OF CHARGE 
FROM CONSULTING ENGINEERS NAMED ABOVE. WHILE SEPARATE REPORTS 
FOR EACH CONTRACT ARE BEING PREPARED AS REQUIRED, BRIEF PARTICU- 
LARS OF BIDS ARE PROVIDED HERE FOR GUIDANCE OE INTERESTED FIRMS: 

(A) CONTRACT K-5 FOR SUPPLY OF FOUR 51-MVA POWER TRANSFORMERS 

(B) CONTRACT K-8 FOR INSTALLATION OF TRANSFORMERS, SWITCHGEAR AND 
RELATED APPARATUS 

(C) CONTRACT K-9 FOR SUPPLY AND ERECTION OF TRANSMISSION LINES 

(D) CONTRACT K-10 FOR SUPPLY OF I61-KV ELECTRICAL EQUIPMENT AND 
ASSOCIATED STEEL STRUCTURES, OVERHEAD LINES AND HARDWARE. 

1 1 . COST OF KPONG HYDROELECTRIC PROJECT ESTIMATED DOLS.237 
MILLION BEING FINANCED BY VARIOUS INTERNATIONAL LENDERS 
INCLUDING IBRD. 

12. CRITERIA C. SMITH 
UNCLASSIFIED 
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